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Wr. Nonenclature 
S621BRL Pressure Suit for 104, 
116 and 123. 
8621BRL Pressure Suit for 65, 


NOTE: Items 1 and 2. 


70, <00,.:Of, 915.97, 117, 
135, 141, 128, 134, 137 
and 10. 
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Wit Pack Oty fat. Cost Remorks 


EA 3 lst Suit 
EA 13 2nd Suit 
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Request vent&lation hook up be installed on right side and oxygen and capstan hook ° 
up be on left side on all suits. 
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